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Change to Basie Regulation (11-3) 

AG S/ASST (Mr. Friedsan) 11 May 54 

Lt. X.T. McDonald 
60493 

In accordance vith a reconaendation made by the national Security Agency 
Scientific Advisory Board at its 20 April 195**- meeting, it is requested that 
paragraph Jb of Section IV of HSA Regulation 11-3 be changed to read! 

"The Director my appoint electronic, teleconanunications, 
mathe italics and such other panels and sub-panels as way be required 
to facilitate studying particular problems ccf interest to the Board." 


VILLIAM F. FRIEDMAN 
Executive Secretary 
USA Scientific Advisory Board 
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